Massachusetts Department of Transportation 
Highway Division 


vy massDOT 


BIDS OPENED 
Tuesday September 12 2023 


WILMINGTON - 608929 - 123406 - FAP# HIP(BR)-003S(669)X - 6121-2114 & 6121-2117 - Bridge 
Replacement, W-38-3, Butters Row Over MBTA - 14% DBE 


OFFICE ESTIMATE: $13,058,975.40 


MAS Building & Bridge Inc 18 Sharon Avenue, Norfolk, MA 02056 $15,615,932.86 
MIG Corporation One Acton Place, Acton, MA 01720 $16,565,700.50 
McCourt Construction Co Inc 60 K Street, South Boston, MA 02127 $16,996,767.25 
J F White Contracting Co 10 Burr Street, Framingham, MA 01701 $19,418,986.00 


1|Page 


